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1. Introduction
? Natural: Arising from natural process or natural phenomena that may result in human losses or other impacts on health, damage to the environment, property, interruption of services and economic disturbances.
? Technological: Arising from accidents, dangerous procedures, infrastructure failures or specific human actions.
According to the above paragraph, fires in buildings and historic sites are part of technological disasters, and their management can be a way of protecting cultural assets. In this sense, it is important to understand the concepts of vulnerability and resilience:
? Vulnerability: is the fragility of the place to withstand impacts, which is susceptible to the adverse effects of a hazard:
Fire risk management helps to increase the resilience of a given social group, where possible vulnerabilities can be detected before a disaster occurs, and mitigation measures can be adopted.
Priority 1: Understanding disaster risk; Priority 2: Strengthening governance to manage disaster risk; Priority 3: Investing in disaster risk reduction for resilience; Priority 4: Improve preparedness to respond effectively and rebuild better recovery, rehabilitation and reconstrucion.
At the time of a disaster, communication networks and the technologies associated with them are crucial elements to plan emergencies and provide essential assistance to victims (COYLE AND MEIER, 2009). New technologies and their uses allow to improve prevention, planning and response capacities in times of crisis (ROCHE, PROPECK-ZIMMERMANN and MERICSKAY, 2013)
As confirmed by KLEIN, LUTZ and KUHN (2006), the processes related to crisis management are analysis methodologies of the fire risks in historical sites. These analysis methodologies are the following: Ebrafire, Chichorro, Gretener and Multi-criteria. The Town area under study is bordered by Tiradentes Square, Senador Rocha Lagoa Street, Conêgo Camilo Veloso by street and Cônego de Bobadela Street in the historic center of Ouro Preto.
The comparative analysis among the four methodologies presented discrepancies in the degrees of fire hazards. However the block assessed presents a high risk of fire, since the great majority of buildings in the area received insufficient fire safety results.
ccording to the normative instruction number 01 dated August 24, 2012 of the Ministry of National Integration (Brazil), "disaster is a result of an adverse event, natural or man-made, under a vulnerable ecosystem, using human material of environmental damage in addition to economic and social damage" (Brazil 2012), and they can be classified, as to primary cause in: A ? Resilience: is the "capacity of a system and its components to anticipate, absorb, adapt to or recover from the effects of a hazardous event in a quick and efficient manner, including ensuring prevention, restoration or improvement of basic essential structures and functions" (IPCC, 2012). According to Serpa (2009), some aspects can increase the risks of a fire, make difficult or prevent its combat and extinction, or cause the structural collapse of the building. Ouro Preto, the city chosen for the application of these methodologies, has favorable characteristics both from a heritage point of view -one of the first cities listed by IPHAN (1930) and the first Brazilian city declared by UNESCO as a World Heritage Site (1980) -and for the probability of fire propagation. These aspects are the following:
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? Constructive characteristics of the buildingconstructive elements such as floors, ceilings, stairs made of wood;
? Lack of proper maintenance of buildings and their facilities; ? Change in the type of occupation without the proper adaptations for its new use; ? Adaptations for electrical installations and liquefied gas -LPG to adapt the building to the new use. Due to the isolated location of the territory and difficult access, the materials available in the region and the workforce with their own techniques predominated, associated with the influences of the Baroque in force in the metropolis in the 17th century (VASCONELOS, 1951). It can be said, therefore, that vernacular architecture, the one built with local techniques and materials, has become characteristic, even for the simplicity of its form (BAETA, 2002).
The dwellings were built side by side, without separation, in basic types of construction, with streams in the background. The central strategic position of religious buildings contributed as a reference point to encourage urbanization for the layout of the camp, carrying out the settlement of its inhabitants around open spaces, in the case of chapels (VASCONCELLOS, 1951).
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It is important to point out that the first two methodologies mentioned are being used through a partnership between the Universities of Porto and Beira Interior (both from Portugal), respectively, and the School of Architecture of the Federal University of Minas Gerais (EA-UFMG), Brazil.
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The Chichorro Method (Holistic Calculation of the Construction Fire Risk and Enabled Optimization of its Reduction with Works) is a Fire Risk assessment model developed at the University of Porto (UP), Portugal, and which was born out of the concern from the analysis of buildings built in historic sites due to the increasing occurrence of urban fires, some of them of high severity, and the quantification of the impact that a fire started in a building may have. At a time when a Master Plan was a distant reality, and little was said about urban planning in the then Portuguese Colony, the territory was occupied according to the potential of the discovered gold mines, generally obeying the dominant direction parallel to the contour lines.
The steep and curvy streets, with a short visual field,which delay and/or prevent the passage of Fire Department vehicles, in addition to the extreme proximity of the buildings and the materials used in them, makes Ouro Preto an authentic "flammable city", as explained by CLARET de GOUVEIA (2017).
For the execution of this research, the georeferenced data was obtained, from previous research developed by the Geoprocessing Laboratory of the School of Architecture of the Federal University of Minas Gerais (UFMG) These data were used to simulate scenarios for predictive studies related to fire risk assessment through four methodologies: Chichorro Method (CHICHORRO, FERREIRA and CORREIA, 2016), EBRAFire Method (SILVA et al, 2020), Gretener Method, and the Multicriteria Method (LASMAR, 2020).
? Construction of buildings in urban centerswithout gaps between buildings and expansions or irregular occupations in the core of the blocksenabling the rapid spread of flames;
The unstable situation experienced by the explorers, as their permanence in the place varied according to the results of gold extraction, meant that the buildings were erected in a temporary and simplified manner. Wattle and daub, wood or stone walls -the latter more like a foundation -and straw, palm trees or thatch roofs were the most used in colonial buildings in Minas Gerais. Wood was, still is, widely used from those hardwood to props and purlins for constructions of relative weight. contained therein (CHICHORRO, FERREIRA and CORREIA, 2016).

 Up: Home Previous: 4. Methods and Processes Next: 6. b) EBRAFire

6. b) EBRAFire
 Up: Home Previous: 5. a) Chichorro Method Next: 7. c) Gretener's Method
The final result of the fire safety classification is the analytical comparison organized into four subchapters:
? Subchapter A, analyzes fire safety from the building's physical characteristics, location, materials and content;
? Subchapter B, studies the factors that contribute to the safety of users, such as behavior, activities and availability of means of combat; ? Subchapter C, examines the function of the space around the building and its contribution to fire and ignition safety, such as vegetation and adjacent buildings, as well as entrances; ? Subchapter D, observes safety measures applied to activities that occur adjacent to or within structures (fairs and cultural festivals, for example) (MOREIRA, 2018).
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Created by engineer Max Gretener in 1960 at the time he was director of the Fire Protection Association in Switzerland, it was initially used to serve insurance companies. In 1968, it was adopted as a means of fire risk assessment by the Swiss Fire Department.
The method consists of determining a safety factor for each compartment of the building. It is a mathematical relationship where the numerator represents fire safety factors and the denominator represents fire risk factors. Fire safety will be verified if all safety factors are greater than or equal to one (SILVA and COELHO FILHO, 2007).
In this work, the version of the methodology contained in Technical Instruction 35 of the Minas Gerais Military Fire Department (CBMMG) was adopted, an adaptation proposed by Professor Antônio Maria Claret de Gouveia of the Federal University of Ouro Preto (UFOP), (CBMMG, 2018).
In this adaptation, fire safety is measured by assigning weights to nineteen factors represented by fire signaling measures, fire extinguishing (permanent fire brigade, for example), infrastructure (existence of fire hydrants inside the building), measures to protect building structures and safety measures, such as signage for emergency exits and escape routes (CBMMG, 2018).
Fire risk is defined by the product of a determined quantity that expresses the exposure to fire risk (or fire hazard) by a probable quantity that expresses the risk of fire activation (CBMMG, 2018).
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Finally, the Multicriteria Method (MCA), which is "a set of tools and mathematical methods that allow the comparison of different alternatives according to many criteria, often contradictory, in order to guide the decision maker to a judicious choice" (CHAKHAR and MOUSSEAU, 2008).
To carry out the MCA, it was necessary to define the objectives to be achieved, the variables of this process and their weights of importance. The distance between buildings, the ease of access for Fire Department vehicles, the concentration of fire load, the distance from the nearest fire hydrant, the existence (or not) of the Fire Department Inspection Report (AVCB), the state conservation of the building and the adequacy of electrical standards are some of the criteria adopted in this methodology (LASMAR, 2020).
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The city chosen for the risk assessment was Ouro Preto. Located in the central region of Minas Gerais, the city of Ouro Preto has the largest and most important collection of architecture and art from the colonial period in all of Brazil. Due to its size and conservation, Ouro Preto was one of the first cities chosen by the United Nations Educational, Scientific and Cultural Organization (Unesco) to be a World Heritage Site in 1980 (MINAS GERAIS, 2019).
According to Claret de Gouveia (2017), Ouro Preto can be considered a flammable city due to its characteristics of urban implantation (buildings without lateral spacing and narrow streets), geographic (great hills and valleys) and construction characteristics (use of wood in floors, stairs, balconies etc). According to the author, the term flammable city "intended to designate formerly existing cities, which, given their great vulnerability and reduced security, had large areas destroyed under the action of widespread fires." (CLARET de GOUVEIA, 2017, p.15).
For the first phase of this research (still in progress), the block bordered by Tiradentes Square, Senador Rocha Lagoa street, Cônego Camilo Veloso by street and Conde de Bobadela street (Figure 2) was chosen.
Volume XXI Issue IV Version I EBRAFire, developed at the University of Beira Interior (UBI), Portugal, assigns a classification to the buildings analyzed, based on fundamental parameters, observed in empirical events, technical and regulatory standards. It has an intuitive layout in order to facilitate the entry of data, a field form in checklist format and a form with a summary of the results obtained in the procedure. EBRAFire also allows for a detailed analysis of the parameters to understand its contribution to the building's fire safety (SILVA et al, 2020).     Figure 6 shows the MCA result in color grading, according to the degree of vulnerability, ranging from darker tones, greater vulnerability, to lighter tones, with less vulnerability.
In Figure 3, all fourteen buildings analyzed had an insufficient fire safety level, according to EBRAFire. In Figure 4, two of these buildings were classified as A++ and one, A+, through the Chichorro Method. However, Volume XXI Issue IV Version I Figure 5 presents the results of the evaluation using the Gretener Method. Only thirteen of the seventeen buildings were evaluated, as some data were not obtained due to the social isolation imposed by the Covid 19 virus pandemic. Even so, it is clear that only two buildings, of all analyzed, "have fire safety".
Finally, when analyzing the results obtained with the MCA (Figure 6), it appears that there is a greater number of buildings with a greater degree of vulnerability.
As they are different evaluation methodologies, it was expected that different results could occur, a fact confirmed through the analysis presented here. EBRAFire analyzes the degree of safety based on the characteristics of the building and its surroundings and the safety of its users, Chichorro evaluates the building's performance, the probability of occurrence, the development and severity of a fire, Gretener, the ratio between fire safety factors and fire risk factors, and the MCA, sometimes conflicting pre-established criteria.
However, regardless of the methodology, it is notable to observe that most buildings (if not all, as in the case of EBRAFire) have a high degree of fire risk. Added to this are characteristics such as the implementation of buildings (no removal), changes in use and occupation and adaptations without monitoring or knowledge of the competent authorities (City Hall, IPHAN and Fire Department), greatly increasing the probability of a fire on a large scale.
It was found, for example, that some buildings that have a high degree of risk in two of the four methodologies (EBRAFire and Chichorro), have a Fire Prevention and Fire Fighting Policy. However, other items evaluated, such as state of conservation and nonexistence of escape routes, increased the degree of risk of some buildings; others do not even have a Fire Prevention and Fighting Policy. This means that such buildings lack fire-fighting equipment, alarm systems, heat and smoke detection, among other items.
It is noteworthy that the research is in its initial phase and evaluations of other areas within the historic center of Ouro Preto will tend to be similar, since the entities involved (residents, tenants and users) and the physical attributes (implementation, materials and construction techniques) have similar characteristics.
There is still the incompleteness of collected data. The collection of data is still incomplete as of this writing. This is due to the fact that several buildings still have not adopted the Fire Prevention and Fighting Policy, making it difficult to collect data from the Minas Gerais Military Fire Department for the city of Ouro Preto. Added to this was the beginning of social isolation imposed by the Covid 19 virus pandemic, which made it impossible to continue the research from March 2020 onward.
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This work presented the first data of a still incipient research, started in the first half of 2019. This means that conclusive information will be reached over the next few years of its development, including the deepening of the evaluation by obtaining more data related to buildings and the expansion of this assessment to the entire Historic Center of Ouro Preto.
However, some issues can already be observed with the data obtained so far: the evaluated block presents a high risk of fire, since most of the buildings that are located there obtained insufficient results for fire safety.
This degree of risk can be increased if we consider the characteristics mentioned above, such as: constructive materials for the buildings there (wooden floors, ceilings and stairs); the implantation of buildings without gaps between buildings; expansions or irregular occupations in the core of the courts (providing the rapid spread of the flames), the lack of adequate maintenance of the buildings and their installations; and the type of occupation changed without adequate adaptations for its adaptation (electrical installations, for example) (SERPA, 2009).
Therefore, it is noteworthy that, although the results presented here are not yet conclusive, it is already possible to verify the urgency of the need for mitigating actions to reduce the risk of fire in most buildings in the assessed block, which corroborates a need for an imminent fire risk management policy.
In time, this approach will provide subsidies to increase resilience in this type of location, since the most vulnerable areas will be identified and mitigating actions can be established before a fire occurs.
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